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Mary  Emma  (Squire)  Loomis 


Mary  Emma  (Squire)  Loomis 

Studio  photograph  by  Cramer  Studio,  21  Main  Street, 
Carbondale,  PA,  7  7/8"  X  9  1/2",  photograph  in  RHPA, 
copy  print  by  DWP. 


